6HZ6 


Sharp-Cutoff Pentode 
With Two Independent Control Grids 


7-PIN MINIATURE TYPE 
With Heater Having Controlled Warm-Up Time 
GENERAL DATA 
—- Electrical: 
Heater Characteristics and Ratings Mom s: Values): 


Voltage (AC or DC). . 6.3? 6.3£0.6 volts 
Current... . . . areko 0.450 £0.030 0.4505 amp 
Warm-up time (Average). . 11 - sec 


Peak heater-cathode voltage: 
Heater negative with 


тъ respect to cathode. ...... 200 max. volts 
Heater positive with 
respect to cathode. . . . . . . 200° тах. volts 
Direct Interelectrode Capacitances 
(Approx) : 
Grid No.1 to plate. .......... 0.023 pf 


Grid No.1 to cathode & internal 
shield, grid No.3, grid №.2 


& internal shield, and heater . . . . 8.2 pf 
Grid No.1 to grid No.3. . . . . . ... 0.09 pf 
Grid No.3 to plate. . . . . . е 1.6 pf 


Grid №.3 to cathode & internal 
shield, plate, grid No.2 & 
internal shield, grid No.1, 


andheaten,-s ss ek os ив WS y a 7.2 pf 
Characteristics, Class Ay Amplifier: 
Plate Supply Voltage. . . . ....... 150 volts 
Grid-No.3 Supply Voltage. ........ 0 volts 
Grid-No.2 Supply Voltage. ........ 100 volts 
77 QGrid-No.1 Supply Voltage. . . . . . . . . 0 volts 
Cathode Resistor. .. . +. . + + + + + + * 180 ohms 
Plate Resistance (Арргох.)........ 0.11 megohm 
Transconductance, Grid No.1 to Plate. . . 3400 pmhos 
Transconductance, Grid No.3 to Plate. . . 600 umhos 
Plate Current а. шош 29 mok жж еч 3.2 ma 
Grid-No.2 Current . . . . . . . + + + + + 3.2 ma 
— Grid-No.1 Supply Voltage (Approx. } 
for plate wa = 20........... -4.5 volts 
Grid-No.3 Supply Voltage (Approx. ) 
for plate ра = 20........... -7 volts 
Mechanical: 
Operating Position. ааа. Any 
o Type of Cathode... anes + + + + + + + Coated Unipotential 
Maximum Overall Length.........,. + + + 0 на 2-1/8" 
Maximum Seated Length... .............. 1-7/8" 
Length, Base Seat to Bulb Top (Excluding tip) 1-1/2" 1 3/32" 
Diameter...... Ж сар daw boto, oats io thes fe E 0.650" to 0.750" 


Electron Tube Division Harrison, N. J. 1-65 


@ RADIO CORPORATION OF AMERICA DATA | 


BU) Bas ——— 2 oU ела луда, Dei eae ae tu eae . .T5-1/2 
Base. . . . . . .Small-Button Miniature 7-Pin (JEDEC No.E7-1) 
Basing Designation For BOTTOM VIEW. . . . . . . Ёле ТЕМ 
Pin 1-Grid No.1 9 9 Pin 4 — Heater 
Pin 2 - Cathode, Pin 5- Plate 
Internal 9 Q Pin 6— Grid No.2, 
Shield AN N Internal 
Pin 3 -Heater Shield 
AAO Pin 7-Grid №.3 ^^ 
Q) 


FM SOUND-DETECTOR SERVICE 
Maximum Ratings, Design-Maximum Values: 


PLATE VOLTAGE. . . . . . . 0... 200 max. volts „o 
GRID-No.3 (CONTROL-GRID) VOLTAGE : | 
Negative value (DC and peak). .... . 100 max. volts 
Positive value (DC and peak). . . . . . 25 max. volts 
GRIO-No.2 (SCREEN-GRID) SUPPLY VOLTAGE. . 300 max. volts 
GRID-No.2 VOLTAGE . . . . . . See Grid-No.2 Input Rating Chart 
at front of Receiving Tube Section 
GRIO-No.1 (CONTROL-GRID) VOLTAGE: 
Negative-bias value... 2... 50 max. volts 
Positive-bias value. . . . . . . . .. 0 max. volts 
GRID-No.3 МРТ............ . 0.1 max. watt 
GRID-No.2 INPUT: 
For grid-No.2 voltages 
up to 150 volts . . . . . . . . .. . 1 max. watt 
For grid-No.2 voltages between 
150 volts and 300 volts . See Grid-Wo.2 Input Rating Chart 
at front of Receiving Tube Section 
PLATE DISSIPATION. ........ ... 1.7 max. watts 
Maximum Circuit Values: 
Grid-No.3-Circuit Resistance. ..... . 0.68 max. megohm ~ 
Grid-No.1-Circuit Resistance: 
For fixed-bias operation. . . . . . . . 0.22 max. тедоһт 
For cathode-bias operation. . . . . . . 0.47 max. | megohm 
a «зы. 


At heater amperes = 0.450. 

At heater volts = 6.3. 

The dc component must not exceed 100 volts. 
without external shield. 


c 
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6HZ6 


AVERAGE CHARACTERISTICS 


ш Е; =6.3 VOLTS 8 
PLATE VOLTS=150 
GRID—No.2 VOLTS=100 
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GRID-No.3 VOLTS 


92CM-II789 
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AVERAGE GRID-No.1 CHARACTERISTIC 


Е;=6.5 VOLTS NNNEENEN š 


PLATE МОСТ5 2150 
GRID-No.3 VOLTSsO 


GRID—No.2 УОЕТ$=100 
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AVERAGE CHARACTERISTICS 
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PLATE VOLTS-150 
GRID-No.2 VOLTS:IOO 


PLATE MILLIAMPERES 


GRIO-No.! VOLTS 
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AVERAGE CHARACTERISTICS 
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Е! =6.3 VOLTS 
GRID-No.2 VOLTS 
GRID-No.! VOLTS 


PLATE (IL) OR GRID—No.2 (Тео) MILLIAMPERES 
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AVERAGE CHARACTERISTICS 
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GRID-No.| VOLTS 
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GRID-No.2 УОТ5-100 


GRID—No.3 VOLTS 
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